To: Way, Steven[way. steven@epa.gov] 

From: Wall, Dan 

Sent: Wed 9/30/2015 3:59:23 PM 

Subject: FW: GKM Mine Adit Sampling 

680-117013-1 Scribe.csv 

J1 17013-1 UPS Level 2 Report Final Report.pdf 


From: Pryhoda, Moira [mailto:Moira.Piyhoda@WestonSolutions.com] 

Sent: Friday, September 25, 2015 12:22 PM 

To: Ackerman, Joyce; Wall, Dan; Robinson, David; Blanchard, Mark R.; Glabach, John; 
Houston, Maria; Mills, Bethany 

Cc: Romero, David; Ostrander, David; Foster, Althea; Barry, Michael; Piyhoda, Moira; Re- 
Telang, Becky; Janovec, Marilyn 
Subject: GKM Mine Adit Sampling 


All, 


I have attached the preliminary results data package and EDD for the solid sample which 
includes the following analytes: 

Ammonia 

Nitrogen, Total Kjeldhal 

TAL Metals 

Mercury 

PCBs 

VOCs 

Cyanide 

Nitrate as N 

Nitrate/Nitrite as N 


1805694 


ED 000792 00006855-00001 



Nitrite as N 


This data package has been sent to validation. We can expect the validated results by the end of 
today. 


Thank you, 

Moira Pryhoda 

Weston Solutions, Inc. 
1435 Garrison St, Ste 100 
Lakewood, CO 80215 
Ph: 303-729-6112 
Cell: 508-904-7579 


CONFIDENTIALITY: This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. 
If you received this email in error, please notify the sender by return e-mail and delete 
this email from your system. Thank you. 
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